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SUB J : CONSULTATIONS ON MULTILATERAL TRADE NEGOTIATIONS AND OTHER 
TRADE MATTERS 

REF: A. STATE 76664; B. BOGOTA 3074 

1. AMBASSADOR HAS INFORMED PRESIDENT PASTRANA OF VISIT OF AMBAS- 
SADOR EBERLE. PRESIDENT UNDERSTOOD IMPORTANCE OF VISIT AND 
MENTIONED POSSIBILITY OF EBERLE PARTY MEETING WITH HIS ECONOMIC 
TEAM. WE ARE WORKING WITH THE FOREIGN OFFICE ON THE AGENDA 

AND SCHEDULE AND ANTICIPATE NO PROBLEMS ALTHOUGH FINAL ARRANGE- 
MENTS WILL HAVE TO AWAIT THE FOREIGN MINISTER'S RETURN FROM THE 
US EARLY NEXT WEEK. 

2. WE ARE ALSO WORKING WITH REPS OF PRESUMED GOVT-ELECT AND ARE 
HOPEFUL THAT WE CAN WORK OUT SATISFACTORY ARRANGEMENTS. 
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